MASTERCASE H500 
MCM-H500-IGNN-S00 


16.7 Millian Colors 


FEATURES 


Mesh and Transparent Options Included 

Choose between the mesh front panel for optimized 
airflow or the transparent panel for aesthetics with the 
included accessory. 


Two 200mm RGB Fans With Controller 

Managed by an included RGB Controller, two 200mm 
RGB fans come pre-installed with support for one 
optional 200mm fan on the top panel. 


Radiator Support 

Up to 360mm radiator support in front and 240mm in 
top also includes native support for Cooler Master's 
200mm radiator. 


Clear View Inside 
A light grey tinted tempered glass side panel is ideal for 
showcasing your build with (RGB) lighting. 


Top Magnetic Filter 
Air passes through a flush magnetic filter on the top 
panel for added thermal support. 


Covers For Clean Building 
Display system builds neatly with a front cable cover and 
a PSU cover. 


Case Handle For Transport 
The raised front panel covers a portion of the top panel 
to act as a handle for transport. 


EAN code 4719512072172 
UPC code 884102044670 


Net weight 9.22kg 
10.67kg 
Carton dimension (L x W x H) 570 x 301 x 609mm 
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Both the mesh front panel and transparent panel are 
included with the MasterCase H500 to offer a choice 
between aesthetics and maximum airflow. Each of the front 
panel options compliment the industrial design of the 
MasterCase H500 in their own method. 


Two 200mm RGB fans come pre-installed with an included 
RGB controller. The lighting system can also be controlled 
by the reset switch to cycle through color and mode. 


The H500 offers 410mm of GFX clearance for the latest 
cards, ensuring that future upgrades will not be limited by 
space. For easier transportation, a handle has been fitted at 
the front of the top panel. 


SPECIFICATIONS & PACKING INFORMATION 


C ct Name \STERC/ 00 
Product Number MCM-H500-IGNN-SOO 
Available Color 


Mesh, Acrylic & Plastic 
Materials Top Panel Steel & Plastic 
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Power-LED Color 
I/O Panel 


Drive Bays 


Sukie i's a ae Co neue 
13 120mm 
Top 


Top 120/140 / 240mm 
Front 120 / 140 / 200 / 240 / 280 / 360mm 


Pre-installed 
Fan(s) 


Fan Support 


Radiator Support 
He 20mm 


Bottom N/A 
167mm / 6.5" 


, Behind 


Power Supply Support Bottom Mount, ATX 


Rear 
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